Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Worcestershire IIT 


Waldie J.W 
Lightfoot A.F 
Fyans B.P 
Reeves M.M 
Morrison R.M 
Baker R.R 
Malpass N.H 
Jones M.A 
Ferry W.J 
McNeil R 


Waldie J.W 
Reeves M.M 
McLeod K 
Morrison R.M 
Baker R.R 
Malpass N.H 
Ferry W.J 
McNeil R 


Carpenter 


General Cargo - 14,827 d.w.t. 


Autumn 1965 


(15/11/1965) 


Captain Mills M.C 
Chief Eng Officer Jones R.M 
2nd Eng Officer Cuthbertson G.M 
3rd Eng Officer Quigley T.G 
4th Eng Officer Cardwell S 
5th Eng Officer Bartrup C.J 
6th Eng Officer Lloyd J.T 
Electrical Officer Dunn R.B 


Spring 1966 


(01/05/1966) 


Captain Saunders P 
Chief Eng Officer Jones R.M 
2nd Eng Officer Cuthbertson G.M 
3rd Eng Officer Lindsay W.P 
4th Eng Officer Cardwell S 
5th Eng Officer Bartrop C.J 
6th Eng Officer Laing R.F 
Electrical Officer Dunn R.B 


Blakely W.A 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1966 


(01/10/1966) 


Captain Moore A.R 
Chief Eng Officer Peat R 





Swift H.G.P 2nd Eng Officer Lindsay W.P 
Reeves M.M 3rd Eng Officer Meiklejohn A 
Cameron R.K 4th Eng Officer Forster T.H 
Lee S.J 5th Eng Officer Taylor R 
Creamer D.J 6th Eng Officer Auckland B 
Mullan B.A Electrical Officer Cull B.P 
Cousins J.H 

Carpenter MoonG 

Spring 1967 
(20/05/1967) 
Captain Hudson A 
Chief Eng Officer Kelly T.M.C 

Woodfield J.R 2nd Eng Officer Brassington G.J 
Hughes T 3rd Eng Officer Lambert P.W 
Flavin D.P.R 4th Eng Officer McDonald R.L 
Birkett R 5th Eng Officer Godfrey A.P 
Corcoran J.A 6th Eng Officer Chambers P.M 
Daly J.L.H Electrical Officer Butterworth A.D 
Miley D 


Carpenter Blakely W.A 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 


Autumn 1967 


(21/11/1967) 


Captain HudsonA 
Chief Eng Officer Kelly T.M.C 


Woodfield J.R 2nd Eng Officer Brassington G.J 
Birkett R 3rd Eng Officer Lambert P.W 
Flavin D.P.R 4th Eng Officer McDonald R.L 
Corcoran J.A 5th Eng Officer Godfrey A.P 
Daly J.L.H 6th Eng Officer MacFarlane A 
Miley D Electrical Officer Dobson B 
Carpenter Blakely W.A 
Summer 1968 
(22/06/1968) 
Captain Moore A.R 

Chief Eng Officer Sweeney H 
Preshaw A.G 2nd Eng Officer Plunkett K 
Railton W.A 3rd Eng Officer Robinson A 
Bredow J.H 4th Eng Officer Barnes D 
Braddock A.N.L 5th Eng Officer Strasdin P 
Wood B.A 6th Eng Officer Rooks B 
Magner J.R.P.V Electrical Officer Woodfing J 


Phillips T 
Carpenter Wattrett K 


Autumn 1968 


(01/12/1968) 


Captain Hudson A 

Chief Eng Officer Wood S.R 
2nd Eng Officer Hay W 
3rd Eng Officer Cawley D.E 
4th Eng Officer Kenyon J 
5th Eng Officer Blaxland M 
6th Eng Officer Trayner P.W 
Engineer Cadet Baxter B.W 


Chief Officer Railton W.A 
2nd Officer Fyans B.P 
3rd Officer Cameron R.K 
Deck Cadet Cantwell P.T 
Deck Cadet Pollitt T.J 

Radio Officer Melia A 

Purser Wilkinson J.F 
Carpenter Blakely W.A 





Summer 1969 


(30/06/1969) 


Captain Swift K.G.P 
Chief Eng Officer Henderson J 


Chief Officer Lightfoot A.F 2nd Eng Officer McConnell J 
2nd Officer Shefford P.W 3rd Eng Officer Cawley D.E 
3rd Officer Bytheway P.S 4th Eng Officer Grosvenor N 
Deck Cadet Morgan K.B 5th Eng Officer Webster A.D 
Deck Cadet Wood B.A 6th Eng Officer Howland S.W 


Radio Officer 


Ferry W.J 


Engineer Cadet 


Ephgrave R.E 


Purser Whitefoot-Greenland T. 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Storekeeper 


Electrical Officer Hedley W.R.H 
Nicholas D.F 
Meah O 
Mitra S 
Rahman M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1969 


(25/12/1969) 


Captain Weir R 
Chief Eng Officer Peat R 





Bath A.L 2nd Eng Officer McConnell J 
Hunter M.J 3rd Eng Officer Edgington J.S 
Williams J.H 4th Eng Officer Stroud J 
Stephen R 5th Eng Officer Jones T.J 
Hooper A.M 6th Eng Officer Atlkinson S 
Moore A.M Engineer Cadet O'Donnell J.F 
Kunze A.R Electrical Officer Ward D.N 
Mallett A.E 
Murphy W 
Carpenter Hughes (ch) P 
Serang (Deck) Hussain A 
Serang (Engine) Chakraborty M.L 
Cook Mohammed T 
Storekeeper Ahmad M 
Summer 1970 
(01/07/1970) 
Captain Woodfield J.R 
Chief Eng Officer Gresham W.H 
Philip B.P 2nd Eng Officer Turner T.A 
Malpass N.H 3rd Eng Officer Bethall D.W 
Howland P Ext 3rd Eng Officer Bell W.C 
Allen D.J 5th Eng Officer Inman J.R 
Morris R.A 6th Eng Officer |bbitson |.P 
Buckley P 
Slater J.A 
Corbin D 
Kimberley D 
Carpenter Tregidgo A.J 
Serang (Deck) Hussan A 
Serang (Engine) Chakraborty M.L 
Cook Mohammed T 
Storekeeper Ahmad M 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1971 


(01/04/1971) 


Captain Clayton D.R 
Chief Eng Officer Peat R 





Bishop N.E 2nd Eng Officer King H.M 
Gibson S.H 3rd Eng Officer Hartharn P.J 
Hodgkinson J.H 4th Eng Officer Rowland S.W 
McMahon M.T.P 5th Eng Officer Haden R.D 
Heywood G.J Jnr Eng Officer Mitchell J.C 
McKay K Electrical Officer McDonagh J 
Kimberley D 
Carpenter Robinson K 
Serang (Deck) Ali M 
Serang (Engine) Bhattacharjee M 
Cook Singh D 
Storekeeper Idris M 
Summer 1971 
(01/08/1971) 
Captain Horn M.J 
Chief Eng Officer Owen D.R 
Donnellan M.T 2nd Eng Officer Pinckney N 
Wilkinson J.K 3rd Eng Officer Needham T.A 
Nyunt M.T 4th Eng Officer Mather D.G 
Browning A.A 5th Eng Officer Haden R.D 
Christopherson P Jnr Eng Officer Bibby J.G 


Mathieson D.M 
Turner J.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Jnr Eng Officer 
Electrical Officer 
Donnelly C 
Rashid A 
Das S.S 
Aziz A 
Hossain M 





Unsworth E 
McDonagh J 


Spring 1972 


(29/04/1972) 


Captain Horn M.J 
Chief Eng Officer Owen D.R 


Chief Officer Lightfoot A.F Jnr Chief Eng Officer Ellis J.W 
2nd Officer Bowers K.P.G 3rd Eng Officer Mathieson D.R 
Ext 2nd Officer Morris T.N 4th Eng Officer Prescott R.D 
3rd Officer Gooding J.E 5th Eng Officer Radford S.J 
Deck Cadet McDowell D.C Jnr Eng Officer Surtess J.G 
Deck Cadet Capper P.H Electrical Officer Higson A 


Deck Cadet Christmas P 
Radio Officer O'Brien M.J 
Purser ReedA 
Carpenter Tregidgo A.J 
Serang (Deck) Rashid A 
Serang (Engine) Das S.S 
Cook AzizA 
Storekeeper Hossain M 





Autumn 1972 


(01/10/1972) 


Captain Moore A.R 
Chief Eng Officer Ford A.J.K 


Chief Officer Railton W.A 2nd Eng Officer Pearson |.D 
2nd Officer Webster R.A 3rd Eng Officer Lawrenson J 
Ext 2nd Officer Williams W.G.S 4th Eng Officer Douglas P.F 
Deck Cadet McDowell D.C 5th Eng Officer Davis J.S 
Deck Cadet Capper P.H Jnr Eng Officer Henderson E.P 
Radio Officer Williamson J.M Engineer Cadet Findlay K.W 
Purser Reed A Electrical Officer Davidson R.M 


Carpenter O'Neill J.E.J 
Serang (Deck) Dey S.C 
Serang (Engine) Chakraborty S 
Cook BuxA 
Storekeeper Rahman M 





Spring 1973 


(01/04/1973) 


Captain Hudson A 
Chief Eng Officer Brown L.G 


Chief Officer Milton W.R.F 2nd Eng Officer Curtis L.F 
2nd Officer McLeod D.T 3rd Eng Officer Steinson T.J 
3rd Officer Moore A.M Ext 3rd Eng Officer Ratnayake S.L 
Deck Cadet Sutton M.K 5th Eng Officer Meehan J 
Deck Cadet Harris S.N Jnr Eng Officer Smith D.S 
Deck Cadet Thomas S.J Electrical Officer Hacking A.L 
Deck Cadet McCluskey D.W 

Radio Officer Walsh J.D 

Purser Bond K.R 


Winter 1973 


Chief Officer Wilkinson J.K 
2nd Officer Slater J.A 
Uncert 3rd Officer Townend R.| 
Deck Cadet Vickers L.D 
Radio Officer Connolly D 
Purser Kimberley D 


Carpenter 


(19/02/1974) 


Captain Hudson A 

Chief Eng Officer Parker E.A 

2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer Beveridge J.C 
5th Eng Officer Hotham K 

Jnr Eng Officer Simpson A.J 
Engineer Cadet Whittle A.J 
Engineer Cadet Austin A.C 
Electrical Officer Batey B.R 
Neary E.L.G 


MacFarlane A 
Prescott R.D 





Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Summer 1974 


(18/09/1974) 


Captain Clayton D.R 
Chief Eng Officer McLeod-Brown R 


Brown D.M 2nd Eng Officer Jenkins F 
Wood D.J 3rd Eng Officer Selby C.G 
McCluskey D.W 4th Eng Officer Pawson B.S 
Harris S.N 5th Eng Officer Seel R.V 
Jones S.K Jnr Eng Officer Wilkins A.D 
Lynn L.T Jnr Eng Officer Williams G.J 
Kays W.H Engineer Cadet Seddon A.J 
Engineer Cadet Middleton S.J 
Electrical Officer Thomas C 
Carpenter Tweedie J 
Serang (Deck) Bose S.K 
Serang (Engine) Das A.K 
Cook Gomez J 
Storekeeper Hossain M 
Winter 1974 
(01/03/1975) 
Captain Routledge J.D 
Chief Eng Officer Griggs M.R 
Lowe J.H 2nd Eng Officer Penny D.N 
Singh D 3rd Eng Officer Walker F.M 
Harris S.N 4th Eng Officer Good N.P.D 
Molloy G.J Jnr Eng Officer Lloyd R.M 
Jackson P.H.M Jnr Eng Officer Bennett J 
Bindon P.J Jnr Eng Officer McCaw D.F 
Havery D.M Electrical Officer Evans S 
Fuller R.B 
Whitefoot-Greenland T. 


Carpenter Tregidgo A.J 
Serang (Deck) Meah O 
Serang (Engine) Mukherjee B.N 
Cook KhanA.A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 


Summer 1975 


(19/09/1975) 


Captain Ashton A.F 
Chief Eng Officer Kirchin F.R 


Brown D.M 
Robinson M.G.E 
Best J.W.R 
Fraser G.J 
Holden G.R 
Aindow J.A 
Hay |.D 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 

Tregidgo A.J 

Meah O 

Mukherjee B.N 

Khan A.A 

Ibrahim M 





Winter 1975 


(16/02/1976) 


Williams J.H 
Nyunt M.T 
Best J.W.R 
Cooke R.F 
Cummins R.L 
McDowell P.R 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Hodgson W.A 
Currid J.P 
Burton G.A 
Williams G.J 
Lancaster P.J 
Charlton T 
Bradley A.R 
Lane T 


Captain Miller K.D 
Chief Eng Officer Chalker P 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Electrical Officer 


Tregidgo A.J 
Dey S.C 
Chakraborty S.B 
Singh P.N 
Rahman M 





Clark J.D 
Taylor R.B 
Barklie M.M 
Podmore G.R 
Baldwin R.W 


